Approved For Release 2001/11/01 : CIA-RDP74-00390R000300260001-6 





Headquarters Records Volumes 
FY 1969-1972 
Cubic Feet 


250,000 


200,000 


150,000 


100,000 


50,000 


212,168 



211,790 



236,188 



227,671 




Approved For Release 2001/11/01 : CIA-RDP74-00390R000300260001-6 



Approved For Release 2001/11/01 : CIA-RDP74-00390R000300260001-6 


25,000 


20,000 


15,0001 


10,000 


5,000 


f ■ 




Records Center - Accessions and Destructions 
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Headquarters Records Destructions 
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CIA RECORDS VOLUME (cubic feet) 

HQ only 



FY 1972 

FY 1971 

FY 1970 

FY 1969 

Volume on Hand 

227,700 

236,200 

211,800 

212,100 

Destroyed or Transferred 
to Records Center 

79,331 

64,270 

59,928 

51,188 

Created and received 

88,700 

104,000 

78,900 

56,000 
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Created or reproduced as Cables, 

Xerox, dispatches, etc, 
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cubic 
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Created 

FY 1972 


FY 1971 

FY 1970 

FY 1969 


Pages 


Pages 

Pages 

Pages 

Cables 

24,863,130 


23,199,240 

21,981,127 

23,827,860 

Signal Center Messages 

2,394,812 


3,033,538 

3,010,064 

2,552,468 

Xerox 






PSD (only) 2,892,456 
CRS (documents) 1,229,819 
CRS (aperature cards) 426,220 


2,589,792 

974,534 

483,907 

2,835,136 

995,042 

500,000 

2,724,600 

954,832 

500,000 

Dispatches 

444,327 


470,571 

560,535 

580,824 

CRS Documents 

16,303,783 


17,3:36,105 

18,070,526 

18,807,624 

TOTAL 

48,554,547 
(24,277 cu. 

ft.) 

48,087,687 
(24,040 cu. ft.) 

47,952,430 
(23,975 cu. ft.) 

49,948,208 
(24,974 cu. 

Forms 

247,699,429 


40,471,835 

55,563,090 

60,960,891 

Destroyed 

BY Headquarters 

Offices 

FY 1972 

Cubic Feet 

79,331 


FY 1971 

Cubic Feet 

64,270 

FY 1970 

Cubic Feet 

59,928 

FY 1969 
Cubic Feet 

51,188 

BY Records Center 

5,228 


8,670 

10,406 

10,541 

Agcy. Classified 

Trash 

224,487 

(6,734,624 

lbs.) 

167,430 
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